Cleaning the Emjoi® 
Classic Plus: 



Using the Shaver head: 



• First remove the disc 
housing by pressing on 
each side (fig 11). 

• Use the brush provided to 
brush out hair that has 
accumulated between the 
metal and white discs, and 
inside the disc housing 
(fig 12). 

• Replace the disc housing 
by pressing it lightly until 
you hear it click into place 
(fig 13). 

• Next, remove the epilation 
head from the appliance 
by pressing the pink 
release button (fig 14). 

• Use the brush provided to 
brush out the hair which 
has accumulated between 
the base of the head and 
the appliance (fig 15). 

• Replace the epilation head 
by pressing until you hear 
it click into place. Cover 
it with the protective cover 
(fig 16). 

Caution: 

Do not clean the head with 
water or any liquid other 
than rubbing alcohol, 
which may be used to 
remove any residue or 
grease from the disc head 
only. 




• Remove the epilation head by 
pressing the pink release button. 

• Attach the shaver head with 
the cover in place, and press 
until you hear it click into 
place. 

• Remove the protective cover, 
and it's ready to use (fig 17). 
Important: The shaver head 
should only be used at high 
speed (fig 18). 

• Hold the Emjoi® Classic 

Plus at a slight angle to skin 
and gently move it against the 
direction of the hair growth 
allowing the foil to trap the hair 
and smooth away any stubble. 

Cleaning the shaver head: 

• Dissemble the shaver head by 
pressing the buttons on either side 
of the head and lifting (fig 19). 

• Clean the blade using the brush 
provided. Clean the delicate foil 
by gently tapping the bottom 
of the head assembly on a flat 
surface (fig 20). 

• Replace the shaver head 
assembly by pressing until you 
hear it click into place. Replace 
the shaver head cover (fig 21). 

Caution: 

Do not clean the head in water 
or any other liquid. 
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WARRANTY 

The Emjoi® Classic Plus warranty against defects in 
material and workmanship lasts one year from the date of 
purchase. During this warranty period, Emjoi (directly or 
through your local retailer) will take care of repair, or at 
their discretion, replacement of the defective unit without 
charge. 

IMPORTANT: This warranty does not cover damages 
resulting from accidents, misuse, alterations, abuse, lack of 
reasonable care, or performance of services or repairs by 
an unauthorized service center. 
The manufacturers and the distributors of the Emjoi* 
Classic Plus do not assume responsibility for any damage 
caused by misuse or use other than that described in these 
instructions 



For legs, underarms, facial hair, bikini line, or wherever, 
you will enjoi the results of your Emjoi® Classic Plus, 
giving you double perfection! 



Model No. AP-9CS 
US Patent No. 5,281,233 
and other patents pending 
Made in China 



Cmjoi 

Technoloavi 



(www.emjoi.com) 



LASS 16" 




Instructions 
for use: 



For Use on Legs, Bikini Line, 
and Under Arms: 
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Congratulations on your 
purchase of the Emjoi® 
Classic Plus, the 

optimal way to achieve 
velvety smooth skin 
whatever your hair- 
removal preference, for 
whichever part of your 
body. Whether you use 
the shaver head, or the 
advanced tweezer 
epilation head, you will 
get great results with 
maximum comfort. 



Battery Installation: 

To operate your Emjoi® 
Classic Plus for the first 
time, open the battery 
cover (fig 1) and insert 3 
AA alkaline batteries (1.5V 
LR6) as indicated inside 
the battery compartment. 
With the batteries properly 
in position, replace the 
battery cover (fig 2). 
Before using your Emjoi® 
Classic Plus for the first 
time, we recommend 
using the unit on the back 
of your hand or your ankle 
to familiarize yourself with 
the unit. The 
uncomfortable sensation 
you might feel at first will 
diminish as you continue 
to use your Emjoi® 
Classic Plus. 




> Remove the protective cover 
from the epilation head 
before use (fig 3). 

• Before each use, we 
recommend cleaning your 
Emjoi® Classic Plus for 
hygienic reasons, (see: 
Cleaning the Emjoi® 
Classic Plus) 

• Gently pulling your skin taut, 
hold the Emjoi® Classic 

Plus at a 90° angle to the 
area being treated, with the 
switch facing you (fig 4). 

• Pressing the violet safety 
button in the center of the 
switch, slide the switch to the 
desired speed (high or low) 
(fig. 5). Move the Emjoi® 
Classic Plus in rapid circles, 
lightly skimming the skin's 
surface (fig 6). There is no 
need to apply pressure with 
the Emjoi® Classic Plus. 

• To remove hair from the back 
of the knee, straighten your 
leg so that the skin is 
stretched taut and hold 
Emjoi® Classic Plus as 
before, at a right angle to the 
area being treated (fig 7). 
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For Use on Unwanted 
Facial Hair and Other 
Sensitive Areas: 

Before using your 
Emjoi® Classic for the 
first time, we 
recommend using the 
unit on the back of your 
hand or your ankle to 
familiarize yourself 
with the unit. 

• Remove the protective 
cover from the epilation 
head before using (fig 8). 

• Before each use on the face 
or other sensitive area, we 
recommend cleaning your 
Emjoi® Classic Plus with 
rubbing alcohol (see 
Cleaning the Emjoi® 
Classic Plus) 

• Gently pull your facial skin 
taut (fig 9), and hold the 
Emjoi® Classic Plus at 
a 90° angle to the area 
being treated, with the 
switch facing up. Pressing 
the violet safety button in 
the center of the switch, 
slide the switch to the 
desired speed (high or 
low) (Fig 10). Move the 
Emjoi® Classic Plus in 
rapid circles, lightly 
skimming the skin's 
surface. There is no need 
to apply pressure with the 
Emjoi® Classic Plus. 




Caution: 

Be careful when using the 
Emjoi® Classic Plus on 

the area of the upper lip. 

Protect your upper lip with 
your other hand by 
pressing downwards on 
the upper lip. 

The Emjoi® Classic 

Plus has been designed to 
be used on the upper lip 
area, chin area and cheek 
area of the face. We do not 
recommend using the unit 
by the eyebrows, forehead 
or hairline. 



